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Abstract 

Lattice block construction produces a flat, structurally rigid 
panel composed of thin ligaments of material arranged in a 
three-dimensional triangulated truss-like structure. Low-cost 
methods of producing cast metallic lattice block panels are 
now available that greatly expand opportunities for using this 
unique material system in today’s high-performance struc- 
tures. Additional advances are being made in NASA’s Ultra 
Efficient Engine Technology (UEET) program to extend the 
lattice block concept to superalloy materials. Advantages 
offered by this combination include high strength, light 
weight, high stiffness and elevated temperature capabilities. 
Recently under UEET, the nickel-based superalloy Inconel 
718 (IN718) was investment cast into lattice block panels 
with great success. To evaluate casting quality and lattice 
block architecture merit, individual ligaments and structural 
subelement specimens were extracted from the panels. Ten- 
sile tests and structural compression and bending strength 
tests were performed on these specimens. Fatigue testing 
was also completed for several bend test specimens. This 
paper first presents metallurgical and optical microscopy 
analysis of the castings. This is followed by mechanical test 
results for the tensile ligament tests and the subelement com- 
pression and bending strength tests, as well as for the fatigue 
tests that were performed. These tests generally showed 
comparable properties to base IN718 with the same heat 
treatment, and they underscored the benefits offered by lat- 
tice block materials. These benefits might be extended with 
improved architecture such as face sheets. 

Introduction 

In 1999 the National Aeronautics and Space Administration 
created the Ultra Efficient Engine Technology research pro- 
gram at the John H. Glenn Research Center at Lewis Field, 
Cleveland, Ohio. Its vision is “to develop and hand off revo- 
lutionary turbine engine propulsion technologies that will 
enable future generation vehicles over a wide range of flight 
speeds.” The five-year program includes two top level goals: 
1.) develop propulsion technologies to enable increases in 
efficiency and therefore fuel burn reductions of up to 15%, 
and 2.) develop combustor technologies (configuration and 
materials) which will enable reductions in Landing/Takeoff 
NO x of 70 % relative to 1996 standards. 


The Ultra Efficient Engine Technology program contains 
seven technology areas, with each area working over the 
5 -year period to gather and design new technologies that 
address the two top goals. One of the technology areas seeks 
innovation and improvements in high temperature engine 
materials and structures. Superalloy lattice block materials 
have been proposed in the program for static turbine engine 
components of a supersonic exhaust nozzle, including possi- 
ble use in actuated panels, exhaust nozzle flaps, and side 
panel structures. 

Lattice block materials have been developed and patented by 
JAMCORP (Jonathan Aerospace Materials Corporation) of 
Wilmington, Massachusetts. JAMCORP’ s method of fabri- 
cation produces three-dimensional structures of various con- 
figurations with internal matrices of triangles acting as space 
frames. The structures look similar to bridge trusses, bar 
joists, or geodesic domes, except that they are on a meso- or 
micro-scale. This architecture gives high specific strength 
and stiffness for most materials. JAMCORP has produced 
lattice block in a variety of parent materials including steels, 
aluminums, plastics, rubber, ceramics, and specialty alloys. 

In NASA’s research program, the strength and lightweight 
benefits of nickel-based superalloy lattice block are being 
evaluated for high temperature applications. 

IN718 Lattice Block Panels 

After considering several metals with good general casting 
properties, Inconel 718 (IN718) was chosen to demonstrate 
feasibility in the first superalloy casting trials. Hebsur de- 
scribes casting and processing details in a paper of this 
symposium [1]. A rectangular flat panel lattice block con- 
figuration was selected that resulted in trimmed integral 
panels 131 mm wide by 290 mm long and 11 mm in height. 
Layout of the three-dimensional triangulated space frame 
produced 14 transverse and 31 longitudinal repeating cells, 
with one cell through the thickness. Material ligaments aver- 
aged 1.6 mm in diameter and were connected at lightly rein- 
forced nodes. A typical panel is illustrated in Figure 1. 

This geometry was chosen primarily to facilitate the casting 
process and not to optimize the structure for carrying loads. 
The arduous flow path from the peripheral gating through the 
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(b) 

Figure 1: IN718 lattice block panel 5 after removal of peripheral casting gates; (a) size is 131 mm by 290 mm by 1 1 mm, 
(b) enlarged top view shows nodal reinforcement. 



tiny ligaments was considered to be the first challenge in 
demonstrating the technology, with mechanical efficiency to 
be improved upon later. Simple linear analysis of the panel 
as configured (Figure 1) showed that specific longitudinal 
bending stiffness would be 36 % higher than a solid plate; 
specific bending strength would be 14 % higher. 

The superalloy lattice block panels were fabricated by 
JAMCORP using investment casting in shell molds made 
from wax patterns. Initially there were numerous problems 
in making and assembling the wax patterns. During the six- 
month development program, ten IN718 castings were suc- 
cessfully produced. After careful inspection, the investment 
casting risers and gates were cut off, and the panels were 
subjected to a heat treatment as follows: initial hot isostatic 
pressing (HIP) at 1120 °C for four hours at 103 MPa in inert 
argon atmosphere to close internal porosity, followed by one 
hour at 1010 °C and an argon gas quench; then eight hours at 
718 °C and a furnace cool to a hold at 620 °C for at total time 
at 718/620 °C of 18 hours. 

Panel Physical Characteristics 

Overall physical inspection of the ten panels revealed only 
minor visual defects. Three of the panels were missing one 
or two ligaments (out of over 2250 per panel) due to lack of 
fill in the shell molds. Maximum out-of-plane warping seen 
on the panels was 0.2 to 1.0 mm. 

Measuring and weighing eight panels obtained an estimate of 
the density of the IN718 lattice block. The density values 
ranged from 1.17 to 1.26 Mg/m 3 with an average of 1.21 Mg/m 3 
and a standard deviation of 0.028 Mg/m 3 ; this average density 
corresponds to about 15 % of the density of IN718. 


Metallurgical examination of unetched, polished, random 
sections taken from two lattice block panels revealed that the 
majority of the ligaments were defect free as illustrated in 
Figure 2a; however a few ligament sections did possess sig- 
nificant amounts of surface connected porosity (Figure 2b) 
which was not closed by the HIP’ing. Out of a total of 
110 ligament cross sections, 85 were whole, 16 had one small 
casting pore and 9 had multiple (two or more) pores. 
Figure 2 also illustrates that the ligaments were not cylindri- 
cal in cross section, as all possessed “ears” which derived 
from the split mold used to make the wax pattern for 
investment casting. 

Average diameter, standard deviation and maxi- 
mum/minimum values were determined from photomicro- 
graphs of ligament cross-sections. Two determinations of 
diameter were made on each 90° section (Figure 2a: perpen- 
dicular to the ears and just below the ears) and one measure- 
ment of diameter was taken from the diagonal sections 
(Figure 2b: minor ellipse axis). These diameter values are 
presented in Table I along with diameters obtained from 
166 micrometer measurements of ligaments cut for tensile 
test specimens. Clearly there are no major discrepancies 
among the values listed in Table I, which confirms the repro- 
ducibility of the investment casting process used for lattice 
block. 

Mechanical Testing Description 

Mechanical testing of small portions (ligaments and subele- 
ments) of three IN718 lattice block panels has been per- 
formed. Samples for testing were electrodischarged machined 
(EDM’ed) from the panels to provide suitable specimens for 
ligament tensile and subelement structural testing. 
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(a) 


(b) 

Figure 2: Photomicrographs of unetched, polished IN718 lattice block ligaments from panel 2; (a) 90° cross-section, 
(b) body diagonal. 



Table I Diameter of Ligaments in IN718 Lattice Block 


Panel 

No. 

Method 

Avg. 

Diam. 

(mm) 

Std. 

Dev. 

(mm) 

Max./Min. 

Diam. 

(mm) 

1 

photomicrographs 

1.62 

0.071 

1.76/1.52 

2 

photomicrographs 

1.64 

0.071 

1.80/1.54 

3 

micrometer 

1.63 

0.045 

1.74/1.51 


Ligament Tensile Testing 

Several longitudinal ligaments, approximately 0.3 m in 
length, were EDM’ed from both the top and bottom faces of 
one heat-treated IN718 panel for tensile testing of individual 
ligaments. Each of these lengths was then cut into approxi- 
mately 0.15 m sections, where one half was reserved for 
room temperature tensile testing and the other half set aside 
for 650 °C testing. Each 0.15 m piece contained eight nodes 
spaced about 19 mm apart, where the face/body lattice block 
diagonals intersect the longitudinal ligament. Maximum and 
minimum diameters were measured for each section between 
nodes, and all these values were then averaged to give an 
average diameter for calculation of the cross sectional area of 
the ligament test specimen assuming an uniform cylindrical 
geometry. Because the ligaments were not ground to a uni- 
form diameter, the local cross sectional area at each node was 
much greater than this average diameter. 


Tensile testing both at room temperature and at 650 °C was 
conducted using a screw driven universal test machine, where 
the lattice block ligaments samples were gripped at the ends 
between two nodes using hydraulically controlled, water 
cooled wedge grips squeezing matched pairs of 9.5 mm di- 
ameter by 10 mm long stainless steel inserts with a central 
1.5 mm diameter hole. The tensile tests were conducted at a 
constant velocity to achieve an engineering strain rate of 
0.005 per minute in the ligament length between the gripped 
sections. A probe type extensometer with a 12.7 mm gage 
was used to measure deformation between the central pair of 
nodes during both room temperature and 650 °C testing. 
A computerized data acquisition system was used to collect 
load and extensometer data necessary for drawing stress - 
strain curves for calculation of the offset (0.2%) yield 
strengths and Ultimate Tensile Strengths (UTS). 

Testing at 650 °C in air was undertaken with a 76 mm tall, 
one side open, resistance wound, three zone furnace which 
was centered around the ligament length between the cold 
grips. Approximately 5 mm thick pieces of pure Ni were 
inserted in the furnace between the heating elements and test 
sample to prevent the heating elements from directly shining 
on the specimen and to smooth the temperature gradients 
between the three zones. Three thermocouples were used to 
measure temperature, where the upper and lower thermocou- 
ples were tied to the central pair of nodes about 19 mm apart, 
and the center thermocouple was tied to the midpoint of the 
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Figure 3: Lattice block panel machining layout and numbering scheme for structural subelement specimens. 


ligament section between these two nodes. After gripping the 
specimen, the furnace was moved into place and the 
extensometer probes were put into contact with the central 
reduced section to define the gage length. Both probes 
were within the length defined by the upper and lower 
thermocouples. 

Once the extensometer was securely in contact with the gage, 
the open portions of the furnace were carefully packed with 
insulation to prevent heat loss and chimney effects. Heating 
the sample to temperature was undertaken under a small 
stress with the temperature controllers in the manual mode 
until each thermocouple reached about 640 °C; at that point 
in time the furnace controllers were switched to automatic 
mode. In general the sample was at temperature after about 
0.5 h of heating, where the temperature gradient measured 
± 4.5 °C or less. Since the actual length of the heated liga- 
ment was not known, all tests were conducted at a crosshead 
speed of 0.51 mm/minute which corresponds to a engineering 
strain rate of 0.005 per minute based on the 100 mm separa- 
tion between grips. 

Subelement Structural Testing 

Two lattice block panels were machined into smaller subele- 
ments for structural compression and bend testing, as indi- 
cated in Figure 3. Bend test specimens were oriented to rep- 
resent the major (longitudinal) and lesser (transverse and 
diagonal) axes in the face of the panels, with compression 
test specimens extracted from the remaining areas. Specimen 
nomenclature is as follows: the first character represents the 
lattice block panel from which it was cut, the second charac- 
ter defines the specimen’s orientation relative to panel direc- 
tion, and the third character is a sequential number as defined 
in Figure 3. All subelement testing was performed at room 
temperature. Because of the difficulty in measuring experi- 
mental ligament strains in the subelements, finite element 
analysis of each configuration was performed to relate 


experimental loads to ligament stresses, and experimental 
deflections to ligament strains. The linear elastic analyses 
were performed using beam elements for ligaments, with no 
additional reinforcement modeled at nodes; all ligament con- 
nections were assumed to be fully moment-carrying. Bound- 
ary conditions reflected the actual test conditions of rigid 
rollers for load application and reaction. Ligament diameters 
were defined as the average 1.6 mm diameter, and node spac- 
ing was set at the average measured panel values: 18.72 mm 
longitudinally, 9.38 mm transversely, and 9.39 mm through 
the thickness. The material modulus was set at 191 GPa, and 
Poisson’s ratio was defined as 0.29, based on reported data in 
the Aerospace Structural Metals Handbook [2]. 

The subelement structural testing was performed using a 
hydraulic test machine with all-digital controls. A hydrauli- 
cally actuated wedge grip was outfitted with a universal joint 
fixture that permitted axial vertical load to be transmitted, but 
the joint released rotational degrees of freedom in the hori- 
zontal plane (see Figure 4). Total applied force was meas- 
ured with a calibrated load cell on the hydraulic cylinder; 
deflections were measured with both the system’ s linear vari- 
able differential transformer and a dial indicator with 
0.0254 mm resolution. Rigid top and bottom platens were 
used to sandwich specimen 1C1 for the one subelement com- 
pression strength test performed. For subelement bend tests, 
a combination of 8 mm and 32 mm solid stainless steel roll- 
ers were used with fixtures to apply loads and support the 
specimens. Four-point bending strength and fatigue tests 
were completed for specimens 1L1, 1T1, 2L1, and 2T1; 
three-point bending strength and fatigue tests were done for 
specimens 1D1 and 2D1 due to the odd number of engaged 
nodes on the top face. 

All strength testing was performed in displacement control, 
with data being recorded at 0.025 mm increments in the lin- 
ear behavior range, and generally five to ten times that step 
size in the plastic region. Tests were terminated when little 
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significant strength remained after fracture of multiple liga- 
ments, or when the limits of the test fixture were reached. 

Fatigue tests were run under load control due to the unavail- 
ability of load fixtures for fully reversed cyclic loading. 
Sinusoidal waveforms were applied at one to two Hertz, with 
a load ratio (minimum load divided by maximum load) of 
approximately 10 percent. The first test performed 
(specimen 2D1) was subjected to an initial stress range of 
20 % of its ultimate strength based on the prior strength test 
of specimen 1D1, followed by stress range increases to 40 % 
and then 50 % of ultimate strength. The other two fatigue 
tests (2L1 and 2T1) were cycled at a stress range of 40 % 
of their expected ultimate strength. Fatigue testing was 
terminated when multiple ligament fractures significantly 
reduced subelement stiffness. 



Figure 4: Experimental setup for subelement bend strength 
testing (specimen 1D1 shown). 

Experimental Results 

Ligament tensile testing and subelement structural testing 
produced somewhat different results. In general, the liga- 
ment tests revealed lower yield and ultimate strengths and 
little elongation, while the subelement tests showed high 
strengths and elongations. 

Ligament Tensile Test Results 

The average tensile properties measured at room temperature 
and 650 °C for individual IN718 lattice block ligaments are 
given in Table II. Five tests were initially conducted at room 
temperature with 100 mm long ligament test sections; four of 
these tests failed prematurely during the elastic deformation, 
while the fifth test only reached 0.08 % plastic strain before 
failure. Seven of the broken pieces were retested, because 
they had undergone only room temperature elastic deforma- 
tion and were of sufficient length for gripping and the use of 


the extensometer between a pair of nodes. These retested 
samples had test section lengths between 29 to 70 mm, and 
all specimens deformed plastically at room temperature with 
the total strain at failure ranging from 1.3 to 8.9%. 
Therefore a size effect appears to exist, where longer lengths 
of ligament will contain a serious casting defect (Figure 2b), 
but shorter lengths do not. Figure 5 depicts experimental 
stress-strain data for three of the shorter specimens. 

Based on the room temperature experience with 100 mm long 
test sections, it was expected that few, if any, of the six 650 °C 
tests would demonstrate yielding before failing. However four 
specimens did plastically deform beyond the proportional limit, 
but only one sample experienced sufficient deformation for 
calculation of the 0.2% yield strength (Table II). 

Examination of the literature values for the tensile strength of 
investment cast IN718 indicates that these properties are 
strongly dependent on processing and the specific heat treat- 
ment, where, for example, the Aerospace Structural Metals 
Handbook [2] reports room temperature yield strengths from 
585 to 1000 MPa. Minimum room temperature strength and 
ductility properties (Table II) are given in [2] for investment 
cast IN718 which was annealed at 1093 °C, air-cooled and 
aged at 720 °C for 8 hours, then furnace-cooled to 620 °C and 
held for a total of age of 18 hours. 

Comparison of these minimums to the values obtained for the 
ductile ligaments indicates that the investment cast lattice block 
can have tensile properties close to the acceptable range. 

Bouse and Behrendt [3] have reported room temperature and 
650 °C tensile results for conventionally cast and HIP’ed 
(at 1120 °C) IN718, and these values are also reported in 
Table II. While the 0.2% yield strength properties for the 
IN718 lattice block ligaments compare favorably with the 
conventionally cast/HIP IN718 at both temperatures, neither 
the ultimate tensile strengths nor tensile elongations do. 
Presumably the low tensile ductilities found in the IN718 
ligaments are due to casting defects like that seen in 
Figure 2b, which localize deformation to a smaller volume 
with a reduced load bearing area. This, in turn, lowers the 
calculated ligament ultimate tensile strength because of the 
lesser load required to fracture a diminished cross section. 


Table II Tensile Properties of IN718 Ligaments 


Test 

Temp. 

(°C) 

Gage 

Length 

(mm) 

0.2% Yield 
Strength 
(MPa) 

Avg./Std. Dev. 

Ult. Tensile 
Strength 
(MPa) 

Avg./Std. Dev. 

Elongation 

(%) 

Avg./Std. Dev. 

RT 

100 

- / - 

627 V 150 

- / - 

RT 

29-70 

757 / 24 

827 / 32 

4.3/ 2.9 

650 

100 

63 0 2 / - 

582 1 / 111 

- / - 

RT 3 


760 

860 

5 

RT 4 


830 

970 

16 

650 4 


650 

720 

16 


fracture stress 3 See reference [2] 

2 Single value 4 See reference [3] 
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Engineering Strain, % 

Figure 5: Representative stress-strain diagrams from room 
temperature testing of 29 to 70 mm lengths of IN718 
ligament. 

Subelement Structural Test Results 

As previously described, beam-element finite element analy- 
sis of each specimen configuration was performed to relate 
loads, ligament stresses, and ligament strains (Figure 6, for 
example). Maximum and minimum ligament stresses re- 
ported here were determined by multiplying the measured 
experimental loads by an appropriate analytically determined 
factor; likewise, ligament strains were derived by multiplying 
experimental deflections by the appropriate factor. Because 
the analyses were linear elastic, they did not predict the ine- 
lastic buckling phenomena of compression ligaments nor 
second order effects that occurred in most of the strength 
tests. The consequence of using the linear analyses’ factors 
on the experimental data beyond the yield point is many- fold; 
two effects are noted here. First, calculated maximum 
stresses for some compressive ligaments are under-reported, 
as buckled members released load that was redistributed to 
other compression members to maintain equilibrium. And 
secondly, local strains for buckled ligaments are grossly un- 
der-reported (buckled member curvature radii as small as 
three times the ligament diameter were common), while ten- 
sion ligament strains are over-reported due to the decreased 
specimen stiffness. 

The plots and data that follow are not modified to account for 
these plastic deformation effects. However, the general 
conclusions reached are little affected, since structural failure 
of the lattice block subelements for bend tests was defined by 
the tensile fracture of tension ligaments, not by loss of stiff- 
ness due to compressive ligament buckling. For the fatigue 
tests, load application remained in the elastic range and con- 
sideration of buckling does not apply. Only the compression 
strength test results are much affected, but since this type of 
loading is not an efficient use of the lattice block architecture, 
and since this loading is not applicable to any of the proposed 
uses for lattice block, it has not been analyzed further. 



Figure 6: Representative finite element analysis; ligament 
longitudinal stresses (MPa) for specimen 1T1 with 2.60 kN 
load applied. 


Compression Strength Test Results Specimen 1C1 was a 
four-cell lattice block subelement. The top face grid of liga- 
ments was located one-half cell longitudinally and one-half 
cell transversely from the bottom face grid. This arrange- 
ment produced a net lateral force on the structure when 
subjected to a vertical, through-thickness pressure load. The 
result was that some of the ligaments were loaded in tension, 
even though the global loading was compressive. Upon load- 
ing, specimen 1C1 exhibited initial stiffening thought to be 
fixture-related. This was followed by nearly linear response 
up to a maximum load of 24.0 kN. The specimen deformed 
plastically after this point to a thickness compression of 
1.87 mm, roughly 20 % of its total thickness, where the test 
was terminated with no ligament fractures apparent. 
Approximately one-half of the diagonal ligaments in the 
thickness direction were buckled. The calculated peak com- 
pressive stress of 1060 MPa occurred at 0.59 % strain; the 
peak tensile stress of 570 MPa occurred at 0.32 % strain. 
Ligament strains at test termination were 1.92 % in compres- 
sion and 1.03 % in tension. Figure 7 shows the stress-strain 
diagram for the compression strength test. 

The analysis predicted much higher stiffness than that 
observed. For the linear portion of the test (up to 20 kN load), 
experimental deflections were 2.44 times the analytical pre- 
diction. This may be related to early buckling of compression 
ligaments or not developing full ligament end moments at 
nodes. 

Bending Strength Test Results One bending strength test was 
performed for subelements in each of the three lattice block 
panel strength axes. The calculated stress-strain diagrams for 
the three tests are shown in Figure 8. As expected, the four- 
point loaded longitudinally oriented specimen 1L1 carried the 
largest maximum load due to its advantageous arrangement 
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Maximum Ligament Strain 

Figure 7: Stress-strain diagram for compression strength test 
of specimen 1C1. 



Maximum Ligament Strain 

Figure 8: Stress-strain diagrams for three lattice block subele- 
ment strength tests. 


of ligaments. Linear behavior was evident until approxi- 
mately 5.00 kN and 0.73 mm; at this load the analysis pre- 
dicted 0.66 mm total deflection, about 9 % stiffer than ex- 
perimentally measured. The smaller deflections predicted by 
the finite element analyses might be due to the boundary 
conditions imposed. The analysis assumed vertical supports 
at the end nodes of all four longitudinal ligament rows. 
But because of the deflected shape, two of the outer-most 
nodes on each end of the specimen actually lifted off of the 
support roller, an effect not modeled that would allow greater 
deflections. 

The peak load carried by specimen 1L1 was 6.37 kN, and the 
test ended at the maximum deflection of 7.53 mm, when the 
fixture limits were reached. The maximum deflection-to- 
span ratio was 1/9.94. One ligament was believed to have 
fractured based on audible detection soon after peak load was 
reached, although the fracture could not be visually observed. 
The center eighteen cells of top longitudinal and diagonal 
ligaments were highly buckled, along with most compression 
vertical diagonals in this area. The buckled ligaments are 
readily visible in Figure 9. The calculated peak ligament 
stresses of 1250 MPa in tension and 1230 MPa in compres- 
sion occurred at 1.56 % strain. Strains at test termination 
were 5.55 % in tension and 5.48 % in compression. 


(a) 



Figure 9: Post-test photographs of specimen 1L1 showing 
buckled compression ligaments; (a) top view, (b) side view. 


Specimen 1D1 was the diagonally oriented specimen and was 
a three-point bend test because of node alignment. It carried 
a moderate load due to its longitudinal arrangement of face 
diagonal ligaments. Linear behavior was exhibited until 
approximately 2.50 kN and 0.65 mm; at this load the analysis 
predicted 0.72 mm total deflection, about 12 % less stiff than 
experimentally measured. The smaller experimental deflec- 
tions might be due to the extra material reinforcing the 
ligaments at the connecting nodes. The analysis did not 
model this extra stiffness. 

Beyond this linear range, a broad deflection curve for speci- 
men 1D1 gradually peaked at a maximum load of 4.20 kN, 
and the test ended at the fixture-limited maximum deflection 
of 9.73 mm. The deflection-to-span ratio at this point was 
1/9.54. No ligaments were believed to have fractured based 
on experimental observation. The specimen was oriented 
with two cells across the width on the top face and three 
across the bottom face. This asymmetrical cross-section 
about the horizontal neutral axis led to higher stresses and 
strains in the top face ligaments than in the bottom face liga- 
ments. The center four cells of top longitudinal and diagonal 
ligaments were highly buckled at the end of the test, with 
only minor buckling of the vertical diagonals in this area. 
The calculated peak tensile ligament stress was 1390 MPa at 
3.80 % strain; the calculated peak compressive stress was 
1600 MPa at 4.39 % strain. Strains at test termination were 
6.83 % in tension and 7.89 % in compression. 

The final bending strength test was the four-point loaded 
transversely oriented specimen 1T1, which carried the small- 
est maximum load due to its lack of longitudinally oriented 
face ligaments. The subelement behaved linearly until ap- 
proximately 1.70 kN and 0.84 mm; at this load the analysis 
predicted 1.07 mm total deflection, which was 28 % less stiff 
than experimentally measured. The extra specimen stiffness 
might be due to the unmodeled nodal reinforcement. This 
effect would be particularly large for specimen 1T1, as all 
extreme fiber stress was transmitted in a zigzag fashion in the 
top and bottom face ligaments through the effectively rein- 
forced nodes. This would be somewhat offset by the 
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increased flexibility due to lift-off from the outer roller sup- 
ports as described earlier for specimen 1L1. 

The peak load carried by specimen 1T1 was 2.60 kN, and this 
was quickly followed by test termination at the maximum 
deflection of 4.65 mm, when multiple tension ligaments frac- 
tured. The deflection-to-span ratio at failure was 1/16.1. 
Ligament breaks were not detected prior to the final stroke 
step, and ligament buckling also was not observed. The cal- 
culated peak ligament stress of 1650 MPa in tension and 
compression occurred at 2.84 % strain. The actual stresses 
were likely lower, again due to the presence of the nodal 
reinforcement material. A maximum strain 3.34 % was 
reached just prior to failure. 

Bending Fatigue Test Results All three specimens were 
tested until complete failure of tension ligaments in the area 
of maximum moment. Cracks propagated through the longi- 
tudinal and diagonal bottom face ligaments in the center 
cells, as well as in the vertical through-thickness tension 
ligaments. Specimen deflections increased in steps through- 
out the load-controlled test duration, presumably increasing 
as individual ligaments failed. 

Specimen 2D1 survived for 240,000 cycles at a minimum-to- 
maximum load range of 0.845 kN and for 247,000 cycles at 
1.69 kN with no discemable breaks. The test was completed 
after an additional 160,000 cycles at 2.14 kN. Following this 
test, specimen 2L1 was fatigue tested under a load range of 
2.55 kN, and it failed after 87,800 cycles. Finally, specimen 
2T1 was tested under a load range of 1.04 kN, and it failed 
after 637,000 cycles. 

Because fatigue life curves were not available in the literature 
for cast IN718 with the particular heat treatment described 
earlier, empirical curves were generated based on the mate- 
rial’s physical properties. Manson’s Method of Universal 
Slopes [4] was used to establish the base curve for fully re- 
versed straining using the following relationship: 

Ae.,,, =3.5(<T lJls /E)(N fo )' 012 +D 0 ' 6 (N, „)■“(!) 

where 

Ae tot ai = total alternating strain range 

Guts = ultimate tensile strength 

E = modulus of elasticity 

Nf 0 = cycles to failure for fully reversed straining 

D - true ductility = In (100/(1 00-RA)] 

RA = reduction of area in tensile test, % 

Base curves were established for each specimen using the 
experimental g uts values from the earlier bending strength 
tests and using the Aerospace Structural Metals Handbook 
[2] values for E of 191 GPa and for RA of 37 %. 

These base curves were then modified for the presence of a 
non-zero mean strain, since as stated previously the load ratio 
was 10 %. The Halford-Modified Morrow Mean Stress 
Model [5] was employed using the following equation: 



Cycles to Failure Nf m 

Figure 10: Empirical life prediction curves for cast IN718 
lattice block material, adjusted for load ratio R = 0.10. 


(Nfm)' b =(N f0 )' b - V ff (2) 

where 

N fm = cycles to failure with applied mean stress 
Nf 0 = cycles to failure for fully reversed straining 
b = slope of elastic line (assumed equal to 0. 1) 

V a = ratio of mean stress to alternating stress 

The modified cycles to failure were used to shift the three 
fatigue life curves to account for the 10 % load ratio, and the 
final curves are shown in Figure 10. 

The variable specimen maximum deflections under constant 
cyclic load applications required manipulation of the data to 
compare to the strain-life cycles fatigue curves. The deflec- 
tion records were grouped into smaller clusters with similar 
deflection ranges, and constant strain ranges were calculated 
for these clusters. The strains were determined using the 
same factors that were used in the bending strength test cal- 
culations. This method results in calculated strains lower 
than actually present due to increased strains upon progres- 
sive fracture of nearby ligaments. A final modification to the 
experimental strains was made to account for the geometric 
discontinuity at the ligament-node joint. A fatigue strain in- 
tensification factor of 1.50 was applied as a reasonable ap- 
proximation. The cumulative fatigue damage for these strain 
clusters was then calculated using the Damage Curve 
Approach of Manson and Halford [6]: 

n i+1 /N i+1 = 1 - (n i /N i ) (Ni/Ni+l) ° 4 (3) 

where 

ni = number of applied cycles at strain range i 
n i+1 = number of available cycles at strain range i+1 
Ni = total calculated cycles to failure for strain range i 

N i+1 = total calculated cycles to failure for strain range i+1 
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Results of these calculations are summarized in Table III. As 
can be seen, specimens 2D1 and 2L1 exceeded the predic- 
tions; however, these data points are realistically within the 
margin of uncertainty for the empirical-derived fatigue life 
prediction. Specimen 2T1 fell far short of the forecast, which 
was for approximately infinite life. One possible cause was 
the high ultimate strength assumption (1650 GPa), which 
greatly influenced the life prediction. Another reason may be 
related to the unusual behavior of the specimen. Under con- 
stant cyclic load (i.e. stress) range, the deflections decreased 
by the end of the test to only 65 % of their initial values. 
This unexplained behavior resulted in low experimental 
strains and the accompanying long predicted fatigue life. 


Table III Bending Fatigue Tests Analyses 


Specimen ID 
2D1 2L1 2T1 

Strain Range 1 1 Ae total 

0.16% 

0.34% 

0.46% 

Predicted # Cycles 2 Ni 

— oo 

538000 

361000 

Experimental Cycles n! 

241000 

53360 

77100 

Available Cycles at S.R. 2 

212000 

175000 

10100000 

Strain Range 1 2 Ae total 

0.33% 

0.37% 

0.29% 

Predicted # Cycles 2 N 2 

2120000 

180000 

— oo 

Experimental Cycles n 2 

247000 

9840 

293400 

Available Cycles at S.R. 3 

246000 

56100 

6220000 

Strain Range 1 3 Ae total 

0.40% 

0.42% 

0.30% 

Predicted # Cycles 2 N 3 

248000 

58300 

— oo 

Experimental Cycles n 3 

100000 

19680 

266831 

Available Cycles at S.R. 4 

17200 

2370 

failed 

Strain Range 1 4 Ae total 

0.51% 

0.56% 


Predicted # Cycles 2 N 4 

18800 

2520 


Experimental Cycles n 4 

56000 

4880 


Available Cycles at S.R. 5 

___ 

failed 


Strain Range 1 5 Ae total 

0.75% 



Predicted # Cycles 2 N 5 

334 



Experimental Cycles n 5 

4395 



Available Cycles at S.R. 6 

failed 




1 Range includes strain concentration factor of 1.5 
Prediction is based on load ratio = 0.10 


Future Plans 

More detailed finite element analyses of the subelements are 
planned, using solid elements to model the ligaments, nodes, 
and nodal reinforcements. This could result in improved 
understanding of lattice block behavior and the significance 
and design of its features, especially the reinforcements. 

Another series of subelement structural tests of IN718 speci- 
mens is planned for 650 °C that will duplicate most of the 
room temperature tests performed. In addition, full panels 


will be tested with pseudo-pressure loadings at room tem- 
perature and 650 °C. Possible future tests also include testing 
of lattice block subelements with either one or two integral 
IN718 face sheets. Preliminary estimates show that large 
gains can be made in specific strength and stiffness over the 
open-faced lattice block architecture for bending elements. 

Finally, experimental investigation is planned for higher- 
temperature alloys. MarM247 has been successfully cast as 
lattice block and will be tested in the same manner as IN718. 

Concluding Remarks 

Porosity or other casting defects likely caused size effect 
premature failures and low ductilities in ligament tensile 
testing. Of course poor ligament properties in areas of high- 
est stress would reduce the quality of components fabricated 
from lattice block material. For this reason the early IN718 
lattice block casting practice has to be improved. 

Compression strength testing was the first subelement test 
performed and gave surprising results. Unexpected inelastic 
buckling of compression ligaments enabled large structural 
deflection. This phenomenon could be advantageous for 
some applications and not for others. Revising the lattice 
block geometry or ligament cross-section could promote or 
lessen the occurrence. Casting defects have little effect on 
compressive strength. 

For structural elements carrying mainly bending loads, 
strength testing of bend specimens showed that lattice block 
architecture has several important benefits besides inherent 
light weight and high stiffness. These include: damage- 
tolerant design, evident by the continued strength even with 
fractured and buckled ligaments; large, readily-observable 
deflections prior to breaking; and, load spreading ability due 
to many load path redundancies. For structures in bending, 
only a fraction of the loaded material is at the highest stress 
level; for this reason, reduced strength related to the size 
effect was not observed. The bending strength tests were 
generally limited by the base material ultimate tensile 
strength, rather than the structure of the lattice. 

In fatigue-limited designs, lattice block has advantages 
similar to static bending, primarily that significant life 
remains after failure of initial ligaments. However, for fa- 
tigue loading in the elastic range, ligament failure may not be 
observable by plastic distortion, and the disadvantage of dif- 
ficult nondestructive examination of the lattice ligaments 
becomes important. 

Summary 

Superalloy lattice block materials are being investigated for 
aero-propulsion uses; successful lattice block panels have 
been investment cast in Inconel 718 superalloy. Following 
inspection, these panels were cut into smaller specimens for 
mechanical testing of physical properties. The testing in- 
cluded ligament tensile tests and subelement compression, 
bending strength, and bending fatigue tests. The subelement 
tests generally resulted in material properties equal with 
IN718 base properties, but higher than detected by the tensile 
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tests. This might be due to the presence of casting defects 
and a size effect. The promising preliminary results hint at 
beneficial use for a variety of applications, and have led to 
plans for additional testing with IN718 as well as higher tem- 
perature aerospace alloys. 
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